hi w# me 


Fromt Strype, Kothlotsn 


AMERADA HESS CORPORATION 
1 HESS PLAZA 
WOODBRIDGE, NJ 07035 
FAX (908) 760-0602 


6-23-97 7il5om p. 1 of 2 






To: NICK KURUC 
From: Strypa, Kathleen 


Date: 6-23-97 
Page 1 of 2 


SUBJECT: SUCTION CUP DISPLAY 

Please distribute to the following recipients: 


(1) TO: 


NICK KURUC 


LOCATION: E0IS0N, NJ 


COMPANY: 

(2) TO: 
LOCATION: 
COMPANY: 

(3) TO: 
LOCATION: 
COMPANY: 

(4) TO: 
LOCATION: 
COMPANY: 

(5) TO: 
LOCATION: 
COMPANY: 

NOTES: 


R. J. REYNOLDS 


Source: https://www.industrydocumen.ts..ucsf.edu/docs/qjxyOOOO 


51847 3390 



Toi NKK KUHUC Fromi Strypa, Kathlaan 6-23*97 7il5im p> 2 of 2 

, 

f Aicrosaft Mail v3.0 IPM.Microsaft Mail.Note 
From: Strype, Kathleen 
To: KURUC, NICK 
Subject: SUCTION CUP DISPLAY 
Date: 1997-06-19 12:58 
Priority: R 
Messaqe ID: 8E2A8F23 
Conversation ID: 8E2A8F23 



HI NICK: 


THE FOLLOWING GAS ONLY LOCATION HAS BEEN TRYING TO REPLACE A BROKEN SUCTION 
CUP DISPLAY FOR SEVERAL MONTHS WITH NO LUCK: 

HESS STATION #32422 
GREEN 'ft COLUMBIA STREETS 
HUDSON, NY 12534 
TEL: 1-518/828-1870 

THEIR REMAINING DISPLAY IS THE WRONG SIZEr SD - WE-W0ULO-LIKE TO REPLACE BOTH 
WITH 8 PACK WIDE SUCTION CUP OISPLAYS. 

THANKS. IF YOU HAVE ANY ???, PLEASE GIVE ME A CALL. 

KATHY 

908/750-6158 


Source: https://www.industrydocgirients.ucsf.edu/docs/qjxyOOOO 


51847 3391 



